Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 

Message Text 

UNCLASSIFIED 

PAGE 0 1 DAMASC 02113 1 507 1 3Z 

ACTION NEA- 10 

INFO OCT-01 EUR- 1 2 ISO-OO EB-08 /031 W 

029772 160800Z/13 

R 150604Z APR 78 
FM AMEMBASSY DAMASCUS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7626 
AMEMBASSY ATHENS 


UNCLAS DAMASCUS 2113 


ATHENS FOR RTDO 


E.O. 11652: N/A 
TAGS: BTIO, SY 

SUBJECT: FGT: LABORATORY EQUIPMENT 

1. 502/D AMASCUS/T-6 

2. APRIL 13, 1978 

3. PATRICK N. THEROS 

4. 502 SYRIA 

5. N 

6. DIRECTORATE OF CABLE PLANT PROJECT, P.O. BOX 1671, ALEPPO. 
SYRIA. 

7. 2203 

8. MAY 18. 1978 

9. 201 -FOREIGN GOVERNMENT TENDER 

10. SIC 38290 

SUPPLY OF ONE EACH: TENSILE TESTING MACHINE, 10.000 N, 20.000 „ 
AND 5000N; MEASURING MICROSCOPE ANALYTICAL BALANCE; SHORE 
HARDNESS TESTER; DEEP FREEZER; KELVINS DOUBLE BRIDGE 
OR THOMSON BRIDGE; SCHERING BRIDGE; HIGH 

VOLTAGE TRANSFORMER. TWO EACH: ELECTRIC OVEN; WHETSTONE 
BRIDGE; UNIVERSAL MEASURING BRIDGE, IMPACT TESTER. 

DELAY PENALTY 5 PER THOUSAND SYRIAN POUND DAILY. 

QUOTE C AND F LATAKIA. DELIVERY WITHIN FOURT MONTHS 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 DAMASC 021 13 150713Z 


FROM L/C. BID AND FINAL BONDS FIVE PERCENT TENDER PRICE AND 
TEN PERCENT CONTRACT PRICE BY BANK GUARANTEE. OFFER 
SHOULD STAND FIRM 90 DAYS AFTER DEADLINE. 

1 1 . MODE OF PAYMENT: BY L/C. TENDER BOOK AVAILABLE FREE 
FROM DIRECTORATE OF CABLE PLANT PROJECT, ALEPPO. 
PELLETREAU 
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UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 apr 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978DAMASC02113 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 63-0530 
Format: TEL 
From: DAMASCUS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780453/aaaabsmh.tel 

Line Count: 61 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 1b1628ad-c288-dd11-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2956819 
Secure: OPEN 
Status: NATIVE 

Subject: FGT: LABORATORY EQUIPMENT 
TAGS: BTIO, SY 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/1b1628ad-c288-dd11-92da-001cc4696bcc 
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